2. Operational Period (Date / Time) 

From: 8/15/2015 0700 


To: 8/15/2015 1700 


INCIDENT RADIO COMMUNICATIONS PLAN 
ICS 205-CG 


1. Incident Name 

Gold King Mine Release A8K9 


3. BASIC RADIO CHANNEL USE 


SYSTEM / CACHE 

CHANNEL 

FUNCTION 

FREQUENCY 

ASSIGNMENT 

REMARKS 

ICP/LOGS 

j i 

i Nonresponsive ; 

ICP COMMS 

j Nonresponsive ! 

As Needed 


SITE/MINE 

















































4. Prepared by: (Communications Unit) Date / Time 


Steve Schroeder COML 


8/14/2015 0700 


INCIDENT RADIO COMMUNICATIONS PLAN 


ICS 205-CG (Rev. 07/04) 


1803679 


ED 000552F 00003868-00001 



